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Message Text 

UNCLASSIFIED 

PAGE 01 USNATO 05442 26I9I3Z 
ACTION EUR- 1 2 

INFO OCT-OI ISO-00 CIAE-00 PM-05 INR-10 L-03 ACDA-12 
NSAE-00 PA-02 SS-I5 SP-02 ICA-20 TRSE-00 NRC-07 
/089 W 

128572 270603Z/I0 

R 261753Z MAY 78 
FM USMISSION USNATO 
TO SECSTATE WASHDC 1994 
SECDEE WASHDC 
INFO CINCLANT NORFOLK VA 
USLOSACLANT NORFOLK VA 
USNMR SHAPE BE 
USCINCEUR VAIHINGEN GER 

UNCLAS USNATO 05442 

E.O. 11652: N/A 

TAGS: MNUC, NATO, NPG 

SUBJECT: NPG: PHASE III STUDY - REQUEST FOR CONSULTANT 

REF: STATE 113164 (DTG: 032255Z MAY 78) 

AS WE PULL TOGETHER THE INITIAL DRAFT ON PHASE III, WE 
BELIEVE IT WOULD BE HELPFUL IF DR. J. J. MARTIN COULD BE 
MADE AVAILABLE AS A CONSULTANT FOR A FEW DAYS TOWARD THE 
END OF JUNE HERE IN BRUSSELS. MARTIN'S DEEP BACKGROUND 
AND INVOLVEMENT IN EARLIER DRAFTS ON THIS SUBJECT SHOULD 
FACILITATE REFINING OUR DRAFT PRIOR TO ITS CIRCULATION. 

OUR LIMITED BUDGET PRECULDES USNATO FUNDING, AND WE WOULD 
HOPE THAT OSD COULD PROVIDE NECESSARY FUNDING. ACTION 
REQUESTED: WASHINGTON VIEWS. GLITMAN 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR PROLIFERATION, CONSULTANTS, MILITARY PLANS, MEETING REPORTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 26 may 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978USNATO05442 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780224-0493 

Format: TEL 
From: USNATO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 978/newtext/t1 978051 1/aaaaajnn. tel 

Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 71753895-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 STATE 113164 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 21 apr 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2539020 
Secure: OPEN 
Status: NATIVE 

Subject: NPG: PHASE III STUDY - REOUEST FOR CONSULTANT 
TAGS: MNUC, NATO, NPG 
To: STATE DOD 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/71 753895-c288-dd1 1 -92da-001 cc4696bcc 
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